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field, nor to admit of their assistance in it until
the affair was decided. It would be needless to
make any observations upon the behaviour of his
officers and troops ; where all were brave., little
notice con Id be taken of individuals. Major
Harris, who commanded the grenadiers, and was
next in command to General Medows, and Major
(Sir James Murray., at the head of the light in-
fantry, had, from their rank, an opportunity of
being more particularly distinguished. It would
seem, upon the whole, as if there had been a
zealous emulation in danger and glory between
the land and the naval departments, and that
fortune had taken care to share the palm so
equally,, that the contest should still remain un-
decided. The loss sustained by the French ex-
ceeded any thing that could be supposed or appre-
prchcndcd; either from the numbers engaged, or
from the duration of the actiont No less than
400 men were killed upon the spot; 500 were so
desperately wounded as to be rendered incapable
of service, and 600 more were slightly wounded;
the whole amounting to a considerable number,
greater than that of the enemy whom they had
encountered. The loss of the victors was compa-
ratively as small, as that on the side of the van-
quished was great, and beyond usual example; and
it cannot but excite astonishment, that, although
many were wounded, not a single British officer
should have lost his life in such an action/*